Date: Wed,  6 Jan 93 04:30:24 PST
From: Info-Hams Mailing List and Newsgroup <info-hams@ucsd.edu>
Errors-To: Info-Hams-Errors@UCSD.Edu
Reply-To: Info-Hams@UCSD.Edu
Precedence: Bulk
Subject: Info-Hams Digest V93 #26
To: Info-Hams


Info-Hams Digest            Wed,  6 Jan 93       Volume 93 : Issue   26

Today's Topics:
          [ANS] Re: [FWD] End fed 1/4 wave 80 meter antenna
                    Origin of "88's" and "73's" ?
                      Pye Bantam circuit diagram
        WANTED: Burndept DYMAR M2080AM 2m Rig circuit diagrams

Send Replies or notes for publication to: <Info-Hams@UCSD.Edu>
Send subscription requests to: <Info-Hams-REQUEST@UCSD.Edu>
Problems you can't solve otherwise to brian@ucsd.edu.

Archives of past issues of the Info-Hams Digest are available 
(by FTP only) from UCSD.Edu in directory "mailarchives/info-hams".

We trust that readers are intelligent enough to realize that all text
herein consists of personal comments and does not represent the official
policies or positions of any party.  Your mileage may vary.  So there.
----------------------------------------------------------------------

Date: Tue, 5 Jan 1993 23:31:16 GMT
From: munnari.oz.au!spool.mu.edu!uwm.edu!cs.utexas.edu!zaphod.mps.ohio-state.edu!sdd.hp.com!hpscit.sc.hp.com!hplextra!hpfcso!hpfcmgw!perry@network.UCSD.EDU
Subject: [ANS] Re: [FWD] End fed 1/4 wave 80 meter antenna
To: info-hams@ucsd.edu

>>Bio wastes are easily handled by the critters that live in the soil.  It is
>>a well known fact that 3 feet of fairly normal soil will provide all of the
>>filtration needed to clean up any kind of output from your septic tank to 
>>better than city water standards.
>
>Ok.  But you forget one thing,  I never said use copper sulphate
>or other chemicals,  I said rock salt.

Has anyone ever used a fertilizer, like ammonium nitrate?

"That's not just green patch in the lawn - that's my groundplane!"


Perry
AA0ET

------------------------------

Date: Tue, 5 Jan 1993 05:15:08 GMT
From: zaphod.mps.ohio-state.edu!sdd.hp.com!hpscit.sc.hp.com!hplextra!hpfcso!hplvec!tcline@uunet.uu.net
Subject: Origin of "88's" and "73's" ?
To: info-hams@ucsd.edu

Speaking of the meaning of "72":

> And George_Noyes said:
> 
> I believe it is just a "low power version" of 73's.  (If I recall 72
> really did have a totally different meaning in the old spark days, but
> it has fallen to disuse.  Most of the conventional numbers such as 73's,
> 88's were part of a larger list of messages at one time, no longer
> used.)


I'm interested in these _old_ number codes.
----> What _is_ the origin of "88's" and "73's" ?
----> Were there others, now no longer used?

Email or post responses.


73's

----
Ted Cline, N0RQV                    VXI Systems Division
tcline@hpislx.lvld.hp.com           Hewlett-Packard, M/S CU-325
ted_cline@hpisla.lvld.hp.com        815 14th Street SW
VOICE: (303) 679-2352               P.O. Box 301
FAX:   (303) 679-5971               Loveland, CO  80537  USA

------------------------------

Date: Wed, 6 Jan 1993 10:00:00 GMT
From: mcsun!dxcern!vxcrna.cern.ch!cohler@uunet.uu.net
Subject: Pye Bantam circuit diagram
To: info-hams@ucsd.edu

I have a Pye Bantam with a 'problem' and I very much need a circuit diagram
to fix it.   Does anyone have a circuit diagram for this transceiver or
who can tell me where I might be able to get one ?

Any help appreciated.... prefer email responses.
Thanks
Mike

==============================================================
|                                                            |
|        Mike Cohler -  preferred email address:             |
|                       MDC1@VAXA.YORK.AC.UK                 |
|                   ie  MDC1%VAXA.YORK.AC.UK@UKACRL.BITNET   |
|                                                            |
|        UK PPL and Glider Pilot                             |
|                                                            |
==============================================================

------------------------------

Date: 6 Jan 93 11:21:51 GMT
From: pipex!bnr.co.uk!uknet!nessie!prg@uunet.uu.net
Subject: WANTED: Burndept DYMAR M2080AM 2m Rig circuit diagrams
To: info-hams@ucsd.edu

Has anyone a circuit diagram / repair manual for the Burndept
DYMAR M2080AM/FM 2m rig ?  Any pointers appreciated.

Many thanks,

Peter Green.

-- 
Peter R. Green ------- Tel:+44 61 200 4738 ---- Fax:+44 61 200 4019 -----------
  JANET: prg@uk.ac.mcc.nessie            INTERNET: prg%nessie.mcc.ac.uk   
    POST:  Lab A16, Main Bldg., UMIST University, PO Box 88, Manchester, UK
----------------------- #include <std.disclaimers> ----------------------------

------------------------------

End of Info-Hams Digest V93 #26
******************************
